To:  McGrath,  Shaun[McGrath. Shaun@epa.gov];  Card,  Joan[Card. Joan@epa.gov] 

Cc:  R8  GKM  Leadership  Team[R8_GKM_LeadershipTeam@epa.gov];  Guy, 

Kerry[Guy. Kerry@epa.gov];  Ackerman,  Joyce[Ackerman. Joyce@epa.gov] 

From:  Ostrander,  David 

Sent:  Tue  1 0/20/201 5 8:56:49  PM 

Subject:  RE:  Gold  King  Mine  project  - Sample  Disposal 


Agree. 


From:  McGrath,  Shaun 

Sent:  Tuesday,  October  20,  2015  1:01  PM 

To:  Card,  Joan 

Cc:  Ostrander,  David;  R8  GKM  Leadership  Team;  Guy,  Kerry;  Ackerman,  Joyce 
Subject:  Re:  Gold  King  Mine  project  - Sample  Disposal 


I agree  with  Joan.  Thx 
Sent  from  my  iPhone 

On  Oct  20,  2015,  at  12:17  PM,  Card,  Joan  <Card.Joan@epa.gov>  wrote: 


Deliberative  Process/Ex.  5 


From:  Ostrander,  David 

Sent:  Tuesday,  October  20,  2015  10:10  AM 

To:  R8  GKM  Leadership  Team 

Cc:  Guy,  Kerry;  Ackerman,  Joyce 

Subject:  FW:  Gold  King  Mine  project  - Sample  Disposal 

Importance:  High 


Deliberative  Process/Ex.  5 

L i 


Thanks 
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From:  Ackerman,  Joyce 

Sent:  Tuesday,  October  20,  2015  8:38  AM 

To:  Wall,  Dan;  Christenson,  Dave;  Ostrander,  David 

Subject:  FW:  Gold  King  Mine  project  - Sample  Disposal 

Importance:  High 


From:  Lucotch,  John  [mailto:John.Lucotch@WestonSolutions.coml 

Sent:  Tuesday,  October  20,  2015  8:27  AM 

To:  Guy,  Kerry;  Myers,  Christopher;  Merritt,  Steven;  McComb,  Martin;  Way,  Steven;  Myers, 
Craig 

Cc:  Ackerman,  Joyce 

Subject:  Gold  King  Mine  project  - Sample  Disposal 
Importance:  High 


Good  Morning, 


The  Test  America  lab  has  reached  out  to  us  to  let  us  know  that  it  is  standard  practice  to 
dispose  of  samples  30  days  after  invoicing.  Is  this  okay  for  Gold  King  or  are  there  samples 
that  need  to  be  retained  for  longer  than  30  days?  Please  let  me  know. 


Thanks 


From:  Hoffman,  Sheila  [mailto:Sheila.Hoffman@testamericainc.coml 

Sent:  Friday,  October  16,  2015  10:54  AM 
To:  Fodor,  Gretchen 
Subject:  Sample  storage 


Gretchen  - Our  standard  lab  practice  is  to  dispose  of  samples  30  days  after  invoicing.  Has  there 
been  any  discussion  regarding  retention  of  the  samples  from  this  project? 
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SHEILA  HOFFMAN 
Project  Manager  II 
TestAmerica 

THE  LEADER  IN  ENVIRONMENTAL  TESTING 
5102  LaRoche  Ave. 

Savannah,  GA  31404 

Tel  912.354.7858  ext.  3004  | Fax  912.352.0165 

www.testamericainc.com 


CONFIDENTIALITY : This  email  and  attachments  may  contain  information  which  is 
confidential  and  proprietary.  Disclosure  or  use  of  any  such  confidential  or  proprietary 
information  without  the  written  permission  of  Weston  Solutions,  Inc.  is  strictly  prohibited. 
If  you  received  this  email  in  error,  please  notify  the  sender  by  return  e-mail  and  delete  this 
email  from  your  system.  Thank  you. 
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